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AMOS P. TAPLEY. President. 
S.V. FRENCH, Casliier. 
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NARA RG104, Entry 1, Box 162 


National City Bank of Lynn 
Lynn, Mass. 

April 1, 1890 

Hon. Director U.S. Mint 
Phila. Pa. 

Dear Sir 

Please inform me, at your convenience, if I could obtain an uncirculated Trade Dollar of 
you and also if you could direct me to anyone, or place, where I might get some uncirculated 2 
cent pieces of any date? (Lor a collection only.) 

Yours respty. 

Prank E. Bruce 



